विभागाच्या नियंत्रणाखाळील शासकीय वैद्यकीय 
महाविद्यालयांकरीता Upgradation of existing 


State Govt/Central Govt Medical ae 
increase MBBS Seats in the Country या केंद्र 


पुरस्कृत तसेच राज्य हिस्सा योजना (EWS) 
अंतर्गत अनुदानातून यंत्र खरेदीस प्रशासकीय 
मान्यता प्रदान करणेबाबत. 


महाराष्ट्र शासन 
वैद्यकीय शिक्षण व औषधी द्रव्ये विभाग, 
शासन निर्णय, क्रमांक : यंत्रख-२०२४/प्र.क्र.१७८/प्रशा-१, 
गोकुलदास तेजपाल रुग्णालय आवार, नवीन गो.ते.संकुल, 
९ वा मजला, मंत्रालय, मुंबई -४०० ००१. 
दिनांक : २७ फेब्रुवारी, २०२४ 


शासन निर्णय, उद्योग, ऊर्जा व कामगार विभाग, क्र.भांखस-२०१४/प्र.क्र.८२/भाग- 

॥/उद्योग-४, दिनांक ०१.१२.२०१६ 

२) शासन निर्णय, सार्वजनिक आरोग्य विभाग, क्र.खरेदी-२०१६/प्र.क्र.२४०/आरोग्य-८, 
दिनांक २६.०७.२०१७ 

3) शासन निर्णय, उद्योग, ऊर्जा व कामगार विभाग, क्र.संकीर्ण-२०१४/प्र.क्र.२१५/ 
उद्योग-४, दिनांक २४.०८.२०१७ 

४) शासन निर्णय, वैद्यकीय शिक्षण व औषधी द्रव्ये विभाग, क्र.केंपुयो- 
२०२०/प्र.क्र.०९/प्रशा-१, दिनांक १२.०८.२०२२ 

५) आयुक्त, वैद्यकीय शिक्षण व संशोधन, मुंबई यांचे पत्र क्र.संवैशिवसं /यंसाख 

/ईडब्लूएस/२०२१/२०२४, दिनांक २१.०२.२०२४. 


वाचा : १ 


— 


प्रस्तावना : 


शासकीय वैद्यकीय महाविद्यालयांना निर्माण करावयाच्या सोयी-सुविधांसाठी केंद्र शासनाने 
६०:४० या प्रमाणात केंद्र-राज्य हिस्सा असलेली “Upgradation of existing State Govt/Central 
Govt Medical College to increase MBBS Seats in the Country” ही योजना घोषित केली आहे. 
सदर योजनेंतर्गत केंद्र शासनामार्फत एकूण १४ शासकीय वैद्यकीय महाविद्यालयासाठी निधी प्राप्त 
होणार आहे. सदर निधी प्राप्त होण्यासाठी राज्याच्या दायित्व स्वीकृतीस, मा.मंत्रीमंडळाच्या दिनांक 
२७.०७.२०२२ रोजीच्या बैठकीत मिळालेल्या मान्यतेनुसार दिनांक १२.०८.२०२२ रोजी शासन 
निर्णय निर्गमित करण्यात आलेला आहे. त्यानुषंगाने उपरोक्‍त योजनेखाली संबंधीत संस्थांना 
यंत्रसामुग्री खरेदी करण्याची बाब शासन विचाराधीन होते. 


शासन निर्णय : 


विभागाच्या नियंत्रणाखाळील झासकीय वैद्यकीय महाविद्यालयांकरीता Upgradation of 
existing State Govt/Central Govt Medical College to increase MBBS Seats in the Country या 
योजनेंतर्गत शासकीय वैद्यकीय महाविद्यालयांकरीता आवश्‍यक असलेली यंत्रसामुग्री व 
साधनसामुग्री खरेदीसाठी मंजूर केलेली एकूण रक्‍कम व संस्थांची नांवे सोबतच्या परिशिष्ट * अ 
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येथे जोडली आहे. तसेच सदर संस्थांसाठी खरेदी करावयाची यंत्रसामुग्री व साधनसामुग्रीचे संस्था 
निहाय नांव शासन निर्णयासोबतच्या परिशिष्ट ' ब* येथे जोडले आहे. तरी सदर टर्न की यंत्रसामुग्री 
व साधनसामुग्री खरेदी करण्यासाठी रुपये २००,५७,५७,९१७/- (रुपये दोनशे कोटी, सत्तावन्न लक्ष, 
सत्तावन्न हजार, नऊशे सतरा फक्त) इतक्या रक्‍कमेस या शासन निर्णयान्वये पुढील अटींच्या अधीन 
राहून प्रशासकीय मान्यता प्रदान करण्यात येत आहे. 


अटी :- 
१) सदर प्रशासकीय मान्यता केंद्र पुरस्कृत योजनेंतर्गत / राज्य योजनेंतर्गत मंजूर राज्य व केंद्र 
हिऱ्याच्या तरतूदीमधून उपलब्ध होणाऱ्या निधीतून करण्यात येत आहे. 


२) सदर विषयी "शासकीय विभागाने करावयाच्या कार्यालयीन खरेदीसाठीच्या कार्यपध्दतीची 
नियमपुस्तिका" याबाबत उद्योग, ऊर्जा व कामगार विभागाने निर्गमित केलेल्या शासन 
निर्णय क्र. भांखस-२०१४/प्र.क्र.८२/भाग-॥/उद्योग-४, दिनांक ०१.१२.२०१६ व अनुषंगिक 
शासन निर्णयांमध्ये नमूद केलेल्या विहीत कार्यपध्दतीचे अनुपालन करण्यात यावे. 


३) प्रशासकीय मान्यता देताना प्रस्तावित खरेदीचे दर हे अंदाजित आहेत. त्यामुळे खरेदी 
प्रक्रियेअंती दर निश्चित करण्यात यावेत. सदर दर हे बाजारभावापेक्षा कमी असल्याबाबत 
आणि संबंधित पुरवठादाराने याबाबींचा इतर ठिकाणी ज्या दराने पुरवठा केला आहे, त्या 
दरापेक्षा जास्त नसल्याबाबतची खातरजमा आयुक्त (वैद्यकीय शिक्षण) तसेच संबंधित 
अधिष्ठाता यांनी करावी. 


४) सदर यंत्रसामुग्रीसाठी कोणत्याही नवीन पदनिर्मीतीची आवऱ्‌यकता नसल्याची खातरजमा 
करण्यात यावी. 


५) सदर यंत्रसामुग्रीची विनिर्दिष्टे व्यापक, सर्वसमावेहाक असून त्यानुसार साधनपुरवठा करु 
शकणारे किमान तीन उत्पादक/पुरवठादार यांचेकडून तीन निविदा प्राप्त होऊ हकतील 
अशा प्रकारची आहेत, असे आयुक्त (वैद्यकीय शिक्षण) यांनी प्रमाणित करावे. 


६) प्रस्तावित यंत्रसामुग्रीचा समावेश इतरत्र कोणत्याही प्रस्तावात अंतर्भूत केलेला 
नसल्याबाबत /खरेदीची व्दिरुक्ती होणार नाही व सदर साधनसामुग्री संबंधित संस्थेस 
MARA असल्याबाबत आयुक्त (वैद्यकीय शिक्षण) यांनी खात्री करावी. 


७) मुख्य यंत्र व त्यांचे सुटे भाग (Accessories) यांच्या किंमती भिन्न दर्शविणे आवश्‍यक राहील. 


८) सदर विषयी यंत्रसामुग्री खरेदीबाबत निर्णय घेताना प्रशासकीय मान्यता प्रदान करण्यात 
आलेल्या SAAS मंजूर अनुदानाच्या तरतूदीपेक्षा जास्त खर्च केला जाणार नाही 
याची दक्षता घ्यावी. 


९) उपरोक्त शासन निर्णय, उद्योग, ऊर्जा व कामगार विभाग, दिनांक ०१.१२.२०१६ मधील 
परिच्छेद क्रमांक ३.१.२ "किंमतीचा अंदाज व किंमतीचा वाजवीपणा" या शीर्षकाखालील 
परिच्छेद क्रमांक ३.१.२.१ मधील तरतूदीचे राज्यस्तरीय खरेदी समितीने अनुपालन करावे. 
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qo) सदर यंत्रसामग्री टर्न की तत्वावर खरेदी करावयाची असल्यास या विभागाचा शासन निर्णय 
क्र.आयएचएन-२०१९/प्र.क्र.२९३/प्रशा-१, दिनांक : ०७ मार्च, २०१९ मधील कार्यपध्दती 
राबवून यंत्रखरेदी करण्यात यावी. 


२. या प्रयोजनासाठी येणारा खर्च खालील लेखाशीर्षातर्गत मंजूर करण्यात आलेल्या 
अनुदानातून भागविण्यात यावा. 


मागणी क्र.एस-४ 
४२१०- वैद्यकीय सेवा व सार्वजनिक आरोग्य यावरील भांडवली खर्च 
०३- वैद्यकीय शिक्षण व प्रशिक्षण व संशोधन 
१०५- विषमचिकित्सा 
(००) (५८)- राज्य/केंद्र शासकीय महाविद्यालयांचे श्रेणीवर्धन करणे(केंद्र हिस्सा ६० 

टक्के कार्यक्रम) 

५२- यंत्रसामुग्री व साधनसामुग्री (४२१० ३६५९) 

व 


मागणी क्र.एस-४ 
४२१०- वैद्यकीय सेवा व सार्वजनिक आरोग्य यावरील भांडवली खर्च 
०३- वैद्यकीय शिक्षण व प्रशिक्षण व संशोधन 
१०५- विषमचिकित्सा 
(००) (५८)- राज्य/केंद्र शासकीय महाविद्यालयांचे श्रेणीवर्धन करणे(राज्य हिस्सा ४० 
टक्‍के कार्यक्रम) 
५२- यंत्रसामुग्री व साधनसामुग्री (४२१० ३६६८) 
सदर यंत्रसामुग्रीसाठी केंद्र-राज्य हिऱ्याव्यतिरिक्त आवश्‍यक असल्यास अतिरिक्‍त निधीची 
तरतूद खालील HSIANG उपलब्ध करुन देण्यात येईल. 


मागणी क्रमांक : एस-०४ 
४२१० - वैद्यकीय सेवा व सार्वजनिक आरोग्य यावरील भांडवली खर्च 
०३ - वैद्यकीय शिक्षण, प्रशिक्षण व संशोधन 
१०५ - विषम चिकित्सा-राज्ययोजनांतर्गत योजना 
(००) (30) - शासकीय वैद्यकीय महाविद्यालये व रुग्णालये यांचे बळकटीकरण व 
श्रेणीवर्धन आणि यंत्रसामुग्री 
५२ - यंत्रसामुग्री व साधनसामुग्री (४२१० १६२९) 
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३. सदर शासन निर्णय, वित्त विभाग, शासन निर्णय क्रमांक : विअप्र-२०१३/प्र.क्र.३०/१३/ 
विनियम, दिनांक १७.०४.२०१५ अन्वये तसेच वित्तीय अधिकार नियम पुस्तिका भाग-१, उप विभाग- 
२, अनुक्रमांक-३, नियम क्रमांक-७ अनुसार प्रशासकीय विभागास असलेल्या अधिकारान्वये 
निर्गमित करण्यात येत आहे. 


छ. सदर शासन निर्णय महाराष्ट्र शासनाच्या www.maharashtra.gov.in या संकेतस्थळावर 
उपलब्ध करण्यात आला असून त्याचा संकेतांक २०२४०२२७१४२९०८५६१३ असा आहे. हा आदेश 
डिजिटल स्वाक्षरीने साक्षांकित करुन काढण्यात येत आहे. 


महाराष्ट्राचे राज्यपाल यांच्या आदेशानुसार व नावाने. 


Digitally signed by SUDHIR JAYA SHETTY 
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2.5.4.20=72ea277025fdf5a4898b24495 3b82406¢ 


'3bc456Fle1e8621e5917d8305, 


96: 
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B759420308B9FD7816002B4AFOFFBF1111D7, 


HIR JAYA SHETTY 
Date: 2024.02.27 17:26:53 +05'30' 


(सुधीर जया शेट्टी) 
कार्यासन अधिकारी , महाराष्ट्र शासन 


प्रति, 
१. आयुक्त (वै.शि.), वैद्यकीय शिक्षण व संशोधन, मुंबई, 
२. महालेखापाल-१/२ (लेखा परीक्षा/ळेखा व अनुज्ञेयत), महाराष्ट्र, मुंबई / नागपूर, 
३. संचालक, वैद्यकीय शिक्षण आणि संशोधन संचालनालय, मुंबई, 
४. अधिष्ठाता,स्वामी रामानंद तीर्थ ग्रामीण शासकीय वैद्यकीय महाविद्यालय, अंबाजोगाई 
५. अधिष्ठाता, शासकीय वैद्यकीय महाविद्यालय,चंद्रपूर 
६. अधिष्ठाता, डॉ.शंकरराव चव्हाण शासकीय वैद्यकीय महाविद्यालय, नांदेड 
७. अधिष्ठाता, शासकीय वैद्यकीय महाविद्यालय, गोंदिया 
८. अधिष्ठाता,शासकीय वैद्यकीय महाविद्यालय, जळगाव 
९. अधिष्ठाता, श्री.वसंतराव नाईक शासकीय वैद्यकीय महाविद्यालय, यवतमाळ 
१०.अधिष्ठाता, बै.जी.शासकीय वैद्यकीय महाद्यालय, पुणे 
११.अधिष्ठाता, शासकीय वैद्यकीय महाविद्यालय, छत्रपती संभाजीनगर 
१२.अधिष्ठाता, शासकीय वैद्यकीय महाविद्यालय, मिरज 
१३.अधिष्ठाता, शासकीय वैद्यकीय महाविद्यालय, अकोला 
१४.संबंधित जिल्हा कोषागार अधिकारी, बीड/चंदपूर/नांदेड/गोंदिया /जळगाव/ यवतमाळ/ पुणे 
/छत्रपती संभाजीनगर/सांगली/अकोला 
१५.निवडनस्ती (प्रशा-१). 
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परिशिष्ट-अ 
अ.क्र यंत्राचे नाव संस्थेचे नांव यंत्रसामुग्री प्रस्ताव 
किंमत 
(सर्व करांसहीत) 
7 स्वामी रामानंद तीर्थ ग्रामीण) २२,२७,२३,८९९ 
शासकीय वैद्यकीय महाविद्यालय, 
अंबाजोगाई 
२ शासकीय वैद्यकीय महाविद्यालय, ४,९७,४२,७१० 
चंद्रपूर 
३ डॉ. शांकरराव चव्हाण शासकोय १२,१६,६४,१५० 
वैद्यकीय महाविद्यालय, नांदेड 
४ शासकीय वैद्यकीय महाविद्यालय, ३७,०१,०५,२४० 
गोंदिया 
4g सप्लाय, Scat अँण्ड | झासकीय वैद्यकीय महाविद्यालय, ६२,५७,९९, ६५३ 
Stat site मेडीकल | जळगाव 
६ । इक्वीपमेंट (टर्न की) श्री.वसंतराव नाईक शासकीय ७,९३,०८,९०१ 
वैद्यकीय महाविद्यालय,यवतमाळ 
७ बै.जी.शासकीय वैद्यकीय ३,६८,२३,३५५ 
महाविद्यालय, पुणे 
८ शासकीय वैद्यकीय महाविद्यालय, ८५,९७,७९० 
छत्रपती संभाजीनगर 
९ शासकीय वैद्यकीय महाविद्यालय, २,३६,५६, ६७० 
मिरज 
णि ० शासकीय वैद्यकीय महाविद्यालय, ४६,७३,३५,५४९ 
अकोला 
एकूण २००,५७,५७,९१७ 
SHETTY ण 
(सुधीर जया शेट्टी) 


कार्यासन अधिकारी , महाराष्ट्र शासन 
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परिशिष्ट- ब 
Supply , installation & commissioning of Medical equipment’s (Turnkey) at 
Govt. Medical College, Ambejogai. 
es DESCRIPTION QNTY 
1 ADULT MANIQUINE 2 
2 ALGOMETER 10 
3 AMBU BAG - NEONATE , INFANT 16 
4 ANAEROBIC APPRATUS 3 
5 ANAESTHSIA WORKSTATION 9 
| 6 | ANENOMETER 1 
7 ANIMAL WEIGHING MACHINE 1 
| 8 | APPLATION TONOMETER 1 
डि ARTICULATED SKELETON 2 
10 AUTOCLAVE 4 
11 ROTARY MICROTOME 1 
12 AUTOMATED SLIDE STAINER 1 
13 AUTOMATED TISSUE PROCESSOR 1 
14 URINE ANALYSER 2 
15 AUTOPSY SAW 3 
16 BACTERIOLOGICAL INCUBATOR 5 
17 BALANCE FOR WEIGHNING FOOD 2 
18 BIOSAFTEY CABINATE TYPE 2A 1 
19 BJORN SCREEN 3 
20 BUBBLE C PAP 4 
21 CAUTERY MACHINE WITH VESSEL SEALING 15 
22 CENTRIFUGE 32 TUBE 5 
23 COBLOTER 1 
24 COLONOSCOPE 4 
25 COMPUTER WITH TABLE 18 
26 CRITICAL FLICKER FUSION APRATUS 1 
27 CRYOSTAT 1 
28 DCR SET 1 
29 DECA HEAD MICROSCOPE FOR TEACHING 1 
30 DEFIBRILATOR 14 
31 DIGITAL SPECTROMETER 1 
32 DISSECTION SET FOR AUTOPSY 4 
33 DRILL MACHINE - ENT 1 
34 ECG 12 CHANNEL |. 2 _ .| 
35 EEG 1 
36 ELISA READER & WASHER 1 
37 EMG , NERVE CONDUCTION 3 
38 ENT ENDOSCOPY HD 1 


पृष्ठ २८ पैकी ६ 


शासन निर्णय क्रमांकःयंत्रख-२०२४/प्र.क्र.१७८/प्रशा-१ 


Supply , installation & commissioning of Medical equipment’s (Turnkey) at 
Govt. Medical College, Ambejogai. 

DESCRIPTION QNTY 
39 ENT OPERATING MICROSCOPE 1 
40 FACE INSTRUMENT SURGERY SET 1 
41 FETAL DOPPLER 11 
42 FIBER OPTIC BRONCHOSCOPE 1 
43 FLUROSCENT MICROSCOPE 1 
44 GLUCOMETER 17 
45 GONIOSCOPE 1 
46 GYNAC OT TABLE 1 
47 HAEMOCYTOMETER 30 
48 HAEMOGLOBINOMETER 30 
49 HAND HELD HEAT SEALER 1 
50 HARPENDER CALIPER 1 
51 HEIGHT SCALE 1 
52 HOT AIR OVEN 5 
53 HYDROMETER 1 
54 HYDROMETER , MILK 1 
93 HYDROMETER WET & DRY BULB 2 
56 ICU BED 5 FUNCTION MANUAL 10 
37 INFUSION PUMP 47 
58 INOCUALTION SET OPTHALM 1 
59 INOTROPIAN SET 1 
| 60 | INVASIVE & NON-INVASIVE VENTILATOR 15 
61 LAPROSCOPY UNIT SURGERY 1 
62 LAPTOP | 6 
63 LARYNGOSCOPE SIMPLE 1 
64 MADOX WING 2 
65 MANIQUINE FOR DRUG ADMINISTRATIO FOR Demonstration 15 
| 66 | MASSO ERGOGRAPH 7 
67 MICRODEBRIDER 1 
| 68 MICROSCOPE BINOCULAR 100 
| 69 | MORTURY CABINATE - 2BODY 1 
70 MORTURY CABINATE - SINGLE BODY 3 
71 MOSQUITO CATCHING KIT 1 
72 MR SYRINGES 15 
73 DIGITAL PHYSIOGRAPH 1 
74 MULTIMEDIA PROJECTOR & SCREEN 5 
75 MULTIPARA MONITOR 5 PARA 32 
76 MULTIPARA MONITOR WITH ETCO2 5 
77 NEBULIZER 10 
78 NERVE LOCATER 1 
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Supply , installation & commissioning of Medical equipment’s (Turnkey) at 
Govt. Medical College, Ambejogai. 

a DESCRIPTION QNTY 
719 NIBP PLUS PULSE OXIMETER WITH NEONATAL PROBE 20 
| 80 | NON CONTACT TONOMETER 
81 NST MACHINE 2 
82 LAPROSCOPE HD WITH INSTRUMENT 1 
83 OPERATIVE HYSTEROSCOPE 1 
84 OPTHALMOSCOPE 10 
85 ORTHO BASIC INSTRUMENT SET 3 
| 86 | OT TABLE 3 
87 OTOSCOPE 1 
88 OXYTOCINE INFUSION PUMP 4 
| 89 | PAEDIATRIC MANIQUINE 2 
| 90 | PAEDIATRIC VENTILATOR 2 
9] PARAPHINE BATH EMBEDING 1 
92 PATIENT EXAMINATION TABLE 4 
93 PEDESTAL LIGHT 10 
94 PERIMETER 2 
95 PERKINS TONOMETER 1 
| 96 | PERPHERAL NERVE STIMULATOR 3 
97 PFT MACHINE WITH BODY BOX 1 
| 98 PH METER 3 
| 99 | PHOTOTHERAPY UNIT | 8 
100 | PLACIDO DISC 1 
101 | PORTABLE X RAY 100MA WITH CR 1 
102 | PRINTER B/W WITH SCANNER 10 
103 | PROCTOSCOPE 5 
104 | PULSE OXIMETER 17 
105 | PULSE OXIMETER FINGER 40 
106 | RADIANT WARMER 20 
107 | RADIOFREQUENCY CAUTERY 1 
108 | RESECTOSCOPE & CRYOSCOPE 1 
109 | RETINOSCOPE 2 
110 | RHINOPLASTY SURGERY SET 1 
111 | RIB SHEAR LEFT AND RIGHT 4 
112 | ROTA ROD ASSEMBLY 1 
113 | RUBBER HAMMER शिका 
114 | SCHIOTZ TONOMETER 2 
115 | SERUM INSPIRATOR 1 
116 | SLIDE WARMING MACHINE 1 
117 | SLIT LAMP 1 
118 | SLR CAMERA 1 
119 | SNELLEN CHART 2 
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Govt. Medical College, Ambejogai. 


Supply , installation & commissioning of Medical equipment’s (Turnkey) at 


SR 


NO DESCRIPTION QNTY 
120 | SOUND LEVEL METER 

121 | SPECTROSCOPE LENSE WITH ADJUSTABLE SLIT 2 
122 | SPHYGNOMANOMETER (BP APPRATUS)WITHOUT MERCURY 30 
123 | SPYROMETER a ae 
124 | SQUINT SET 1 
125 | STETHOGRAPH 10 
126 | STHETHOSCOPE 40 
127 | SUCTION MACHINE 22 
128 | SYRINGE PUMP 24 
129 | TORCH 10 
130 | TRIAL SET WITH TRIAL FRAME - OPTHALM 2 
131 | TUBOPLASTY SET 1 
132 | UPPER GI ENDOSCOPE 2 
133 | USG WITH DOPPLER 4 
134 | VENTILATOR - NEONATAL 2 
135 | VORTEX MIXER 2 
136 | WATER BATH VARIABLE TEMP 1 
137 | WEIGHING SCALE FOR ADULT fF 6 
138 | WEIGHING MACHINE FOR CADAVER 1 
139 | WEIGHING SCALE FOR BABY 1 
140 | X RAY 500MA WITH DR SYSTEM 1 
141 | X RAY VIEWING BOX 24 


Govt. Medical College Chandrapur 


Supply , installation & commissioning of Medical equipment’s (Turnkey) at 


os DESCRIPTION QNTY 
1 ABDOMINAL HYSTEROCTOMY INSTRUMENT SET 3 
2 ANAEROBIC APPRATUS 2 
3 ANAESTHSIA WORKSTAION 1 
4 ANTHROPOMETRY SET 1 
5 AUTOCLAVE 2 
| 6 | AUTOPSY SAW 1 
7 AUTOPSY TABLE 1 
| 8 | B/W PRINTER WITH SCANNER 2 
Ea BOD INCUBATOR 2 
10 BOILING WATER BATH (100 TEST TUBE) 1 
11 C ARM 1 
12 CALORIMETER PHOTO ELECTRCIC 2 
13 CENTRIFUGE - 32 TUBE 1 
14 CENTRIFUGE MACHINE 12 TUBE 2 
15 THERMAMETER 48 
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Supply , installation & commissioning of Medical equipment’s (Turnkey) at 
Govt. Medical College Chandrapur 
ae DESCRIPTION QNTY 
16 COLOUR PRINTER WITH SCANNER 2 
17 COMPASS THERMAMETER 20 
18 COMPUTER WITH TABLE 3 
19 CONTRAST AND DARK GROUND MICROSCOPE 2 
20 CRYO SURGERY CAUTERY 1 
21 DEFIBRILLATOR 1 
22 DELIVERY SET 5 
23 DERMATOSCOPE 1 
24 DESSECTION SET 5 
25 DIGITAL CALORIMETER 2 
26 DIGITAL PHYSIOGRAPH 1 
27 ECG 12 CHANNEL 4 
28 ELECTROLYTE ANALYSER 1 
29 ELECTROPHORERIS MACHINE 3 
30 FETAL MONITOR 2 
31 FULLY AUTOMATED BIOCHEMISTRY ANALYSER 1 
32 GLUCOMETER 10 
33 HAEMOCYTOMETER 24 
34 HAEMOGLOBINOMETER SAHLIS 24 
35 HAPENDER CALIPAR 1 
36 HOT AIR OVEN 2 
37 INCUBATOR WITH THERMOSTAT 4 
38 KNEE HAMMER 28 
39 LSCS SET 7 
40 MASSOS ERGOGRAPH 4 
41 MICROMOTAR DRILL 1 
42 MICROSCOPE BINACUALR 51 
43 MICROSCOPE BINACUALR WITH OIL EMMERSION LENSE 26 
44 MICROSCOPE MONOCUALR 30 
45 MORTURY COLD CABINATE - 2 BODY 1 
46 MORTURY COLD CABINATE - 6 BODY 1 
47 MUAC TAPE 10 
48 MULTIMEDIA PROJECTOR WITH SCREEN a a 
49 MULTIPARA MONITOR 5 PARA 3 
50 NEBULIZER FO 
51 NEEDLE SHREDDER 2 
52 NON CONTACT TONOMETER 1 
53 NON INVASIVE & INVASIVE VENTILATOR 2 
54 OPTHALMOSCOPE | 8s 
55 PERIMETER 1 
56 PERIPHERAL NERVE SIMULATOR 1 
57 PH METER 3 
58 PHOTOTHERAPY NB-UVB(Excimer Laser) 1 
59 POST PARTUM LIGATION SET 1 
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Supply , installation & commissioning of Medical equipment’s (Turnkey) at 
Govt. Medical College Chandrapur 
= DESCRIPTION QNTY 
| 60 | PUBLIC ADRRES SYSTEM 4 
61 PULSE OXYMETER - FINGER 14 
62 RADIANT WARMER is sere = || 
63 RECTAL THERMAMETER 4 
64 RESUSCITATION SET 1 
65 RETINOSCOPE 4 
| 66 | RIGID OESOPHAGOSCOPE ADULT & PAEDS 1 
67 SERUM INSPIRATOR 1 
| 68 | SPHYGNOMANOMETER WITHOUT MERCURY 78 
eet SPYROMETER 18 
70 STHETHOGRAPH 50 
71 STOP WATCH 14 
72 STUDENT PHYSIOGRAPH SINGLE CHANNEL 2 
73 SUCTION MACHINE 2 
74 SUTURE REMOVAL SET 5 
75 SYRING PUMP 35 
76 THERMO AESTHEIOMETER 27 
77 TRANSCUTANEOUS BILIRUBINOMETER 2 
78 STRETCHER 3 
79 URINOMETER 2 
| 80 | VIDEO BRONCHOSCOPE 1 
81 VORTEX MIXER 2 
82 WEIGHING SCALE | 9 
83 WEIGHING SCALE - BABY 5 
84 X RAY VIEW BOX - 2 FILMS 12 
85 X RAY 500 MAWITH DR SYSTEM 1 
Supply, installation & commissioning of Medical equipment’s (Turnkey) at 
Govt. Medical College, Nanded 
डा DESCRIPTION QNTY 
1 A SCAN 1 
2 ABG MACHINE 2 
3 ANAEROBIC JAR 1 
4 ANALYTICAL BALANCE 7 
5 APPLATION TONOMETER 1 
| 6 | ARTICULATED SKELETON 2 
7 AUTOAMIC HISTOSTAINER MACHINE 1 
| 3 | AUTOAMTED ESR ANALYSER 1 
| 9 | AUTOCLAVE 1 
10 AUTOMATED BLOOD CULTURE MACHINE 1 
11 AUTOMATIC TISSUE PROCESSOR 1 
12 AUTOREFRACTOMETER WITH KERATOMETER 1 
13 BACTERIOLOGICAL INCUBATOR 1 
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Supply, installation & commissioning of Medical equipment’s (Turnkey) at 
Govt. Medical College, Nanded 

SR SCRIPT T 
NO DESCRIPTION QNTY 
14 BINOCULAR MICROSCOPE 54 
15 BIOSAFTEY CABINATE CLASS 2 1 
16 BOD INCUBATOR 1 
17 BONE SET - DIS ARTICULATED SET 10 
18. | BRAIN KNIFE 5 
19 CADAVER INJECTOR 2 
20 CENTRIFUGE - 32 TUBE 3 
21 CENTRIFUGE - 8 TUBE 7 
22 COLPOSCOPE 1 
23 COMPUTER WITH TABLE 31 
24 CYTO CENTRIFUGE 1 
25 DARK FIELD CONSTRAST RESEARCH MICROSCOPE 1 
26 DERMATOSCOPE 1 
27 DIGITAL CALORIMETER 10 
28 DISSECTION SET 20 
29 DRILL MACHINE LOW END 2 
30 ELECTROPHORESIS 2 
31 ELISA READER & WASHER 1 
32 FULLY AUTOMATED EMBEDING SYSTEM 1 
33 FULLY AUTOMATIC COAGULATOR 1 
34 GLUCOMETER 10 
35 HOT AIR OVEN 4 
36 HOT PLATE 1 
37 HYSTEROSCOPY WITH RESECTOSCOPE 1 
38 INCUBATOR 5 
39 LAPROSCOPE 1 
40 LAPROSCOPE WITH ENDO UROLOGY SET 1 
41 LAPTOP 3 
42 LASER FOR HAIR REDUCTION 1 
43 LASER FOR PIGMENT DISORDER PICO 1 
44 LOW TEMP. PLASMA STERILIZER 1 
45 MADOX ROD 1 
46 MEAT CUTTING MACHINE 1 
47 MICROSCOPE FLUROSCENT 1 
48 GROSSING STATION 1 
49 MONO OCULAR MICROSCOPE 100 
50 MORTURY CABINATE - 2 BODY 2 
51 MULTIMEDIA PROJECTOR WITH SCREEN 2 
52 NON CONTACT TONOMETER 1 
53 OPERATING MICROSCOPE - OPTHALM 1 
54 OPTHALMIC REFRACTION CHAIR UNIT 1 
55 OPTHALMOSCOPE - DIRECT 1 
56 OPTHALMOSCOPE - INDIRECT 1 
57 OT TABLE - OPTHALMOLOGY 1 
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Supply, installation & commissioning of Medical equipment’s (Turnkey) at 
Govt. Medical College, Nanded 

os DESCRIPTION QNTY 
58 PARAFIN EMBEDING BATH 1 
59 PERIMETER 1 
| 60 | PERINICUS HANDHELD TONOMETER 1 
61 PH METER se | 
62 PHACOEMULSIFICATION MACHINE 2 
63 CHROMATOGRAPHY UNIT - PAPER 1 
64 CHROMATOGRAPHY UNIT - TLC 1 
65 REBOUND TONOMETER 1 
| 66 | RETINOSCOPE 1 
67 ROTARY MICROTOME 2 
| 68 | SEMI AUTO BIOCHEMISTRY ANALYSER 4 
| 69 | SERUM INSPIRATOR 1 
70 SLIT LAMP 2 
71 SNELLEN CHART 1 
72 SPHYGNOMANOMETER WITHOUT MERCURY 10 
73 SPYROMETER 3 
74 STUDENT PHYSIOGRAPH - 3 CHANNEL 1 
75 THERMAMETER 0-250C 5 
76 URINE ANALYSER 1 
77 URINOMETER 1 
78 USG WITH DOPPLER 1 
79 VDRL ROTARY SHAKER 1 
| 30 | VORTEX MIXER 3 
81 WATER BATH BOILING 4 
82 WATER BATH CONSTATNT TEMP 3 
83 YAG LASER 1 

Supply, installation & commissioning of Medical equipment’s (Turnkey) at 
Govt. Medical College, Gondia. 

a DESCRIPTION QNTY 
1 2D ECHO MACHINE 1 
> ABDOMINAL PALPATION , DELIVERY MANIQUINES , ADVANCE 1 

TRAING CHILD BIRTH SET 
3 ABG MACHINE 5 
4 ANAESTHSIA WORKSTATION - ELECTRONIC GAS MIXING 2 
5 ARTICULATED BONE SET 2 
| 6 | BONE SET - UNARTICULATED 5 
7 BOYLS APRATUS - ANAESTHESIA 1 
| 38 | BREAST EXAMINATION MODEL 1 
| 9 | C ARM 1 
10 CARDIAC MONITOR 4 
11 CATARACT SET 7 
12 CAUTERY MACHINE WITH VESSEL SEALING ज्र 
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Supply, installation & commissioning of Medical equipment’s (Turnkey) at 
Govt. Medical College, Gondia. 

SR T T 
NO DESCRIPTION QNTY 
13 CO2 LASER 1 
14 COLONOSCOPE FLEXIBLE 1 
15 COLPOSCOPE 1 
16 COMPUTER WITH TABLE = S8 = =) 
17 DEFIBRILATOR oy 
18 DIGITAL MAMOGRAPHY 1 
19 DRILL SYSTEM (ENT) 1 
20 ECG 12 CHANNEL 5 
21 ECG 3 CHANNEL 2 
22 EEG MACHINE 1 
23 ELECTROCAUTERY 3 
24 ELISA READER WITH WASHER 1 
26 EXIMER LASER 11 
27 FETAL MONITOR 2 
28 FIBRE OPTIC BRONCHOSCOPE 1 
29 FLEXIBLE NASOPHARYNGOSCOPE 1 
30 GYNAC EXAMINATION TABLE 1 
31 HAEMOGLOBINOMETER - SAHLIS 24 
32 HEAMO DIALYSIS MACHINE | 6 
33 HORMONIC SCALPEL 1 
34 HYSTEROSCOPE WITH RESECTOSCOPE SET 1 
35 IMPEDENCE AUDIOMETER 1 
37 INVASIVE & NON INVASIVE VENTILATOR VENTILATOR 5 
33 | LAPTOP 1 
39 LASER FOR HAIR REDUCTION 1 
40 LASER FOR PIGMENT DISORDER PICO 1 
4] MANIIQUIN - ADVANACE TRAUMA SIMULATOR 1 
42 MANIIQUIN - ADVANCE FULL NEONATAL NURSING & CPR 1 
43 pee - ADVANCE VEIN PUNCTURE AND INJECTION TRAINING 1 
44 MANIIQUIN - CHILD VEIN PUNCTURE & INJECTION TRAINING ARM 1 
45 MANIIQUIN - FEMORAL ACCESS TRAINING MODEL 1 
46 MANIIQUIN - FULL FUNCTIONAL VEIN INJECTION ARM 1 
47 MANIIQUIN - LUMBER PUNCTURE & SPINAL , EPIDURAL TRAINING 1 
48 MANIIQUIN - PAEDIATRIC CENTRAL LINE ULTRASOUND TRAINING 1 

MODEL 
49 MANIIQUIN - REGIONAL ANAESTHESIA ULTRASOUND GUIDE BLOCK 1 

TRAINING MODEL 
50 MANIIQUIN - SCIATIC NERVE REGIONAL ANAESTHESIA TRAINING 1 

MODEL 
51 MANNIQUIN- TAP BLOCK ULTRASOUND TRAINING 1 
52 MASSO'S ERGOGRAPHY 4 
53 MICROSCOPE BINOCULAR 30 
54 MODULAR OPERATION THEATRE TURNKEY 1 
55 MODULAR OT -OBGY 1 
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Supply, installation & commissioning of Medical equipment’s (Turnkey) at 


Govt. Medical College, Gondia. 


SR 


NO DESCRIPTION QNTY 
56 MONOCULAR. MICROSCOPE 100 
57 MULTIMEDIA PROJECTOR & SCREEN | 8 
58 MULTIPARA MONITOR 5 PARA 5 
59 OPERATING MICROSCOPE- ENT 1 
| 60 | OPERATING MICROSCOPE OPTHALM 2 
61 OPERRATION TABLE - OPTHALM 3 
62 OPTHALMOSCOPE DIRECT q 
63 ORTHO - LARGE FRAGMENT SET 1 
64 ORTHO - SMALL FRAGMENT SET 1 
65 OT LIGHT DOUBLE DOME WITH CAMERA SHADOWLESS 5 
| 66 | OT TABLE - GYNAC 3 
67 OT TABLE - ENT 1 
| 68 | OTOSCOPE 4 
| 69 | PERIMETER 1 
70 PERIPHERAL NERVE SIMULATOR 1 
71 PRINTER B/W WITH SCANNER | 6 
72 PULSE OXIMETER - FINGER 15 
73 PURETONE AUDIOMETER 1 
74 SKILL LAB 1 
75 SLIT LAMP 1 
76 MANNIQUINE - SUTURE ARM FOR TRAINING 1 
77 MANNIQUINE - SUTURE LEG FOR TRAINING 1 
78 SUCTION MACHINE 15 
79 MANNIQUIN - CENTRAL LINE TRAINING 1 
ULTRASONIC CUTTING AND COAGULATING DEVISE WITH ADVANCE 
शि RE ENERGY FOR GYNAC SURGERY 1 
81 UPPER GI ENDOSCOPE & COLONOSCOPE 1 
82 USG WITH DOPPLER 3 
83 VACCUME ASSISTED DELIVERY SYSTEM 2 
84 X RAY - MOBILE DR 1 
85 X RAY 500MA WITH DR 1 
| 86 | X RAY 800MA DUAL DETECTOR 1 
87 X RAY PORTABLE 100MA WITH CR 1 
Supply , installation & commissioning of Medical equipment’s (Turnkey) at 
Govt. Medical College, Jalgaon 
ae DESCRIPTION QNTY 
1 300MA X RAY with CR 1 
2 3T MRI 1 
3 4K NASAL ENDOSCOPY 1 
4 ABG 3 
5 ALCOHOL BREATH ANALYSER 1 
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Supply , installation & commissioning of Medical equipment’s (Turnkey) at 
Govt. Medical College, Jalgaon 
on DESCRIPTION QNTY 
6 «| AMBU BAG 10 
7 ANAEROBIC JAR 1 
| 38 | ANAESTHESIA WORKSTATION 5 
| 9 | ANTIHISTAMINE CHAMBER 1 
10 | ARTICULATED SKELETON 4 
11 ASPIRATION NEEDLE 17 
12 | ASSORTED SURGICAL INSTRUMENT FOR MAJOR OPERATION 3 
B AUTOMATED HPLC SYSTEM FOR THALESSEMIA & 1 
HAEMOGLOBINOPATHY TESTING & SCREENING 
14 | BIOFEEDBACK INSTRUMENT 1 
15 | BLOOD BAG STORAGE FRIDGE 1 
16 | BONE- UNARTICULATED SET 7 
17 | BONE MARROW ASPIRATION NEEDLE 30 
18 | BOYELS APRATUS 10 
19 | BRAIN KNIFE 3 
20 | C-ARM 2 
21 CATARACT SET 10 
22 | CAUTERY MACHINE WITH VESSEL SEALING 2 
23. | CENTRIFUGE WITH TACOMETER 1 
24 | COLONOSCOPE FLEXIBLE 1 
25 | COLPOSCOPE 1 
26 | COMPUTER 17 
27 | CRYOSTAT MACHINE 1 
28 | CYTOCENTRIFUGE 1 
29 | DECA HEAD MICROSCOPE FRO TEACHING 1 
30 | DEFIBRILATOR fi 
31 DIALYSIS CATHETER 50 
32 | DIGITAL TABLET DISINTEGRATION TEST APPRATUS 1 
33 | DIGITAL TABLET DISSOLUTION TEST APPRATUS 1 
34 | DISTANT VISION DRUM WITH REMOTE 3MTR 1 
35 | DISTANT VISION DRUM WITH REMOTE 6MTR 1 
36 | DRILL MACHINE 3 
37 | DRILL MACHINE 4 
38 | ECG 12 CHANNEL 2 
39 | ECG 3 CHANNEL fe. ग. 
40 | ECT MACHINE WITH EEG & ECG WITH MONITOR 1 
41] ECT MACHINE WITHOUT MONITOR 1 
42 | ELECTROLYTE ANALYSER 3 
43. | EMG NERVE CONDUCTION VELOCITY MACHINE 1 
44 | ENDOSCOPE (ENT) 10 
45 | ENDOTRACHEAL TUBE 200 
46 | ENT OPERATING MICROSCOPE WITH HD CAMERA & RECORDER 2 
47 | ENT OPERAYING WORKSTATION 2 
48 | FIRST AID KIT 5 


पृष्ठ २८ पैकी १६ 


शासन निर्णय क्रमांकःयंत्रख-२०२४/प्र.क्र.१७८/प्रशञा-१ 


Supply , installation & commissioning of Medical equipment’s (Turnkey) at 
Govt. Medical College, Jalgaon 
a DESCRIPTION QNTY 
49 | FLEXIBLE BRONCHOSCOPE 1 
50 | FLEXIBLE VIDEO AND VIWEING OESOPHAGOGASTRODEUDENOSCOPE 1 
51 FLUROSCENT MICROSCOPE 1 
52 | FOWLER BED WITH MATTRESS 250 
53 | FULLY AUTOMATED BIOCHEMISTRY ANALYSER 1 
54 | FULLY AUTOMATED EMBEDING SYSTEME 1 
55 | FULLY AUTOMATED MICROTOME 1 
56 | FULLY AUTOMATED STAINER FOR HISTOSLIDE 1 
57 | FULLY AUTOMATED TISSUE PROCESSOR 1 
58 | GASTROSCOPE WITH COLONOSCOPE 1 
59 | GLUCOMETER 23 
| 60 | GONIOSCOPE 1 
61 HAEMOCYTOMETER 1 
62 | HAEMODIALYSIS MACHINE 1 
63 | HEAMOGLOBINOMETER 1 
64 | HEIGHT SCALE 7 
65 | HIGH FREQUENCY OSCILLATION VENTILATOR 1 
| 66 | HUMPI KNIFE 2 
67 | HYSTEROSCOPE WITH RESECTOSCOPE 1 
| 68 | ICD TUBE WITH DRAINAGE BAG | 6 
| 69 | ICU BED 5 FUNCTION 57 
70 | INFUSION PUMP 73 
71 INTELLEGENT TEST 1 
72 | INVASIVE & NON INVASIVE VENTILATOR 30 
73 | KIDNEY BIOPSY NEEDLE 30 
74 | LAPROSCOPIC SYSTEM FOR GENRAL SURGERY 1 
75 | LAPROSCOPIC SYSTEM FOR GYNAC 2 
76 | LAPTOP 2 
77 | LARYNGOSCOPE WITH MAC BLADE , 4,3 ,2 11 
78 | LED HEADLIGHT 2 
79 | LEDSMART TV 5 
| 80 | LED TORCH 11 
81 LITHIUM ANALYSER 1 
82 | LIVER BIOPSY NEEDLE 30 
83 | LUMBER PUNCTURE NEEDLE 30 
84 | MICROBIAI AIR SAMPLER 1 
85 | MICRODEBRIDER 2 
| 86 | 6 MICROSCOPE WITH DARK BACKGROUND ILLUMINATION 2 
TECHNOLOGY 
87 | MONO OCULAR MICROSCOPE 1 
88 | MULTIMEDIA PROJECTOR & SCREEN 5 
| 39 | MULTIPARA MONITOR 5 PARA 19 
| 90 | MULTIPARA MONITOR WITH ETCO2 | 6 
91 NEBULIZER 10 
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Supply , installation & commissioning of Medical equipment’s (Turnkey) at 


Govt. Medical College, Jalgaon 


7 DESCRIPTION QNTY 
92 | NNEDLESHREDDER 2 
93 | NON CONTACT TONOMETER 1 
94 | OIL EMMERSION MICROSCOPE 38 
95 | OPTHALMOLOGY OPERATING MICROSCOPE 1 
| 96 | OPTHALMOLOGY TRIAL SET WITH FRAME 2 
97 | OPTHALMOSCOPE 11 
| 98 | ORTHOSCOPY UNIT 1 
| 99 | PATIENT EXAMINATION TABLE == aa 
100 | PEAK FLOW METER 7 
101 | PERIPHERAL NERVE SIMULATOR 2 
102 | PERSONALITY TEST 1 
103 | PLATELET AGGREGATOR/INCUBATOR 1 
104 | PLEURAL BIOPASY NEEDLE 34 
105 | PNEUROPSYCHOLOGICAL TEST 1 
106 | PORTABAL SUCTION MACHINE 16 
107 | PORTABLE PUBLIC AWARENESS SYSTEM 4 
108 | PROCTOSCOPE 12 
109 | PROJECTIVE TEST 1 
110 | PULSE OXIMETER je 36> = | 
111 | REFRIGARATOR 320 LTS 2 
112 | RIGID BRONCHSCOPE 1 
113 | SCANER WITH B/W PRINTER Psi — | 
114 | SCANER WITH COLOUR PRINTER 3 
115 | SLIDE WARMING MACHINE 1 
116 | SLIT LAMP MOUNTING TABLE 2 
117 | SLR CAMERA 1 
118 | SPHYGNOMANOMETER (BP APPRATUS)WITHOUT MERCURY 56 
119 | SPIROMETER 14 
120 | SPYROMETER 4 
121 | SQUINT SET 5 
122 | STETHOSCOPE 46 
123 | STOP WATCH 3 
124 | TRANSPORT VENTILATOR NEONATE & PAEDIATRIC 1 
125 | TRED MILL TEST MACHINE 1 
126 | TRINOCULAR MICROSCOPE 1 
127 | ULTRASONOGRAPHY WITH DOPPLER 3 
128 | URINOMETER 1 
129 | VACCUM ASSISTED DELIVERY 3 
130 | WEIGHING MACHINE ADULT 19 
131 | WEIGHING MACHINE BABY 2 
132 | X RAY VIEWING BOX 18 
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Supply, installation & commissioning of Medical equipment’s (Turnkey) at 
Govt. Medical College, Yavatmal 


ae DESCRIPTION QNTY 
1 LAPROSCOPE WITH ICG 4K 1 
2 5 PART HAEMATOLOGY ANALYSER 1 
3 A SCAN 1 
4 ANAESTHESIA MONITOR 1 
5 BABY WARMER = a 
| 6 | BILIRUBINOMETER 1 
7 CAUTERYMACHINE WITH VESSEL SEALING 1 
| 38 | FULLY AUTOMATED COAGULATOR 1 
a ae ICU BED FOR OBGY AUTOMATIC 10 
10 INCUBATOR WITH THERMOSTAT 4 
11 LARGE FRAGMENT SURGERY SET 2 
12 NON CONTACT TONOMETER 1 
13 OBSTRETIC NDR TABLE (MOTORISED) 7 
14 OPERATING MICROSCOPE - OPATHALM 1 
15 OPTICAL COHERANCE TOMOGRAPHY 1 
16 ORTHOSCOPY UNIT SET 1 
17 PELVICE INSTRUMENT SET 1 
18 SLIDE SCANNER FOR DIGITAL PATHOLOGY 1 
19 SLIT LAMP OPTHALM 2 
20 SMALL FRAGMENT SURGERY SET 2 
21 TRANSPORT VENTILATOR 1 
22 TRINACULAR HEAD MICROSCOPE 2 
23 TUVA TCI PUMP 3 
24 VITREOCTOMY MACHINE 1 
Supply, installation & commissioning of Medical equipment’s (Turnkey) at 
B.J. Medical College, Pune 
= DESCRIPTION QNTY 
1 ANAEROBIC APPRATUS 2 
2 ARTICULATED SKELETON 5 
3 AUTOCLAVE 1 
4 AUTOMATED 3 PART HAEMATOLOGY ANALYSER 2 
5 B/W PRINTER WITH SCANNER 1 
era BALANCE ANALYTICAL 1 
7 BALANCE OPEN PAN 1 
za BINOCULAR MICROSCOPE 214 
za BRAIN KNIFE 5 
10 CENTRIFUGE -8 TUBE 2 
11 CENTRIFUGE - 32 TUBE 1 
12 CHROMATOGRAPHY UNIT 2 
13 COMPUTER WITH TABLE 2 
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Supply, installation & commissioning of Medical equipment’s (Turnkey) at 


B.J. Medical College, Pune 


DESCRIPTION QNTY 
14 WATER BATH - CONSTATNT TEMP 1 
15 CRITICAL FLICKER FUSION APPARATUS 1 
16 DECA HEAD MICROSCOPE 2 
17 DEEP FREEZER 1 
18 DIGITAL CALORIMETER 2 
19 DIGITAL PHYSIOGRAPH 1 
20 DISSECTING MICROSCOPE 2 
21 ECG 12 CHANNEL 4 
22 ELECTROPHORERIS 1 
23 EMBALBING MACHINE FOR CADAVER 1 
24 FLAME PHOTOMETER 1 
25 GLUCOMETER 5 
26 HACK SAW 30 
27 HEAMOCYTOMETER 100 
28 BINOCULAR MICROSCOPE 20 
29 HOT AIR OVEN 3 
30 HOT PLATE 2 
31 INCUBATOR WITH THERMOSTAT 2 
32 INSULIN INFUSION PUMP 1 
33 LAPTOP a 
34 PRINTER B/W WITH SCANNER b.. 236, = Tl 
35 MULTIMEDIA PROJECTOR WITH SCREEN 5 
36 MANNIQUINE (WHOLE BODY) 22 
37 MAGNETIC STERRER 1 
38 MICROSCOPE MONOCUALR 100 
39 ROTARY MICROTOME 1 
40 NON-ARTICULATED SKELETON 32 
41 NUBAR CHAMBER 4 
42 OCTOPHOTOMETER 1 
43 PH METER 2 
44 PARAFIN EMBEDING BATH 1 
45 PORTABLE X RAY 100MA 1 
46 SPECTROMETER WITH NANO DROP FACILITY 1 
47 SPECTROPHOTOMETER 2 
48 SPHYGNOMANOMETER WITHOUT MERCURY 25 
49 SPYROMETER 4 
50 SS WATER BATH NITROGEN EVOPARATOR 1 
51 STETHOSCOPE 11 
52 STOP WATCH 14 
53 THERMOMETER (0-110) 4 
54 THERMOMETER (0-250) 4 
55 U V LAMP 1 
56 URINOMETER 25 
57 VORTEX MIXER 1 
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Supply, installation & commissioning of Medical equipment’s (Turnkey) at 
B.J. Medical College, Pune 


Re DESCRIPTION QNTY 
58 X RAY VIEW BOX - 2 PLATE 5 
59 X RAY VIEW BOX - 4 PLATE 5 
Supply, installation & commissioning of Medical equipment’s (Turnkey) at 
Govt. Medical College, Chhatrapati Shambajinagar 
SR DESCRIPTION T 
NO QNTY 
1 ABG MACHINE 1 
2 ANALYTICAL BALANCE 2 
3 ARTICULATED SKELETON 5 
4 AUTOCLAVE 1 
5 CHROMATOGRAPHY FOR PAPER & TLC 2 
| 6 | COMPUTER WITH TABLE 10 
7 ELECTROPHORESIS APRATUS -PAGE 1 
| 8 | ELECTROPHORESIS APRATUS -PAPER 1 
zz ELIZA READER & WASHER 1 
10 FIBER OPTIC BRONCHOSCOPE 1 
11 GLUCOMETER 10 
12 LAPTOP 1 
13 MICROSCOPE MONOCULAR 2 
14 MULTIMEDIA PROJECTOR & SCREEN 3 
15 PH METER 3 
16 PRINTER B/W WITH SCANNER 10 
17 PULSE OXIMETER - FINGER 4 
18 RIGID BRONCHOSCOPE 1 
19 THERMOMETER 0-250C 5 
20 URINOMETER 10 
21 VORTEX MIXER 1 
22 WATER BATH CONSTANT TEMP 1 
23 WEIGHING SCALE 1 
Supply, installation & commissioning of Medical equipment’s (Turnkey) at 
Govt. Medical College, Miraj. 
SR SCRIPT T 
NO DESCRIPTION QNTY 
1 ANALYTICAL BALANCE 2 
2 ARTICULATED SKELETON 1 
3 AUTOMATED CULTURE SYSTEM FOR BLOOD & BODY FLUID 1 
4 | CAUTERY MACHINE WITH VESSEL SEALING 2 
5 CENTRIFUGE 32 TUBE 1 
Mone | COMPUTER WITH TABLE [: . ee =| 
7 DECA HEAD MICROSCOPE FOR TEACHING 1 
| 8 | DIGITAL CHLOROMETER 3 


पृष्ठ २८ पैकी 29 


शासन निर्णय क्रमांकःयंत्रख-२०२४/प्र.क्र.१७८/प्रश्ञा-१ 


Supply, installation & commissioning of Medical equipment’s (Turnkey) at 


Govt. Medical College, Miraj. 


SR SCRIPT T 

NO DESCRIPTION QNTY 
(aaa =| DRILL MACHINE - HIGH END 1 
10 ECG 12 CHANNEL = ami 
11 ECT MACHINE WITHOUT MONITOR 1 
12 FLUID & BLOOD WARMING SYSTEME ie 86 =| 
13 GLUCOMETER 15 
14 HAEMOCYTOMETER 40 
15 MICROSCOPE BINOCULAR 77 
16 MICROSCOPE OIL EMMERSION 22 
17 MULTIMEDIA PROJECTOR & SCREEN 5 
18 OPTHALMOLOGY CHAIR 3 
19 PH METER 2 

20 PRINTER B/W WITH SCANNER 3 
21 ROTARY MICROTOME 1 
22 SCHIOTZ TONOMETER 4 
23 SLIT LAMP 2 
24 SPYROMETER 2 
25 STETHOGRAPH 30 
26 SURGERY GENERAL SET 4 
27 TRINACUALR HEAD MICROSCOPE 1 
28 WEIGHING SCALE 1 
29 WEIGHNG MACHINE - BABY 1 
30 WHOLE BODY WARMING SYSTEME 6 —S 

Supply, installation & commissioning of Medical equipment’s (Turnkey) at 
Govt. Medical College, Akola. 

a DESCRIPTION QNTY 
1 3 PART HEAMATOLOGY ANALYSER 1 
2 6 SLIDE DIGITAL PATHOLOGY / HISTOLOGY SLIDE SCANNER WITH 1 

COMPUTER 
3 70C LARYNGEAL ENDOSCOPE 2 
4 ABDOMINAL PALPATION , DELIVERY MANIQUINES , ADVANCE TRAING 1 

CHILD BIRTH SET 
5 ABG MACHINE 3 
zs ADULT MANIQUINE 2 
7 ADVANCE INFANT VEIN PUNCTURE ARM 1 
| 8 | ALGOMETER 5 
a ALL GLASS DISTILLATION APPRATUS 3 
10 AMBU BAG |e 
11 AMBU BAG - NEONATE , INFANT | 6s 
12 AMBU BAG CHILDREN 1 
13 ANAEROBIC APPRATUS 1 
14 ANAESTHESIA EQUIPEMNT 3 
15 ANAESTHSIA WORKSTATION 4 
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Supply, installation & commissioning of Medical equipment’s (Turnkey) at 


Govt. Medical College, Akola. 


co DESCRIPTION QNTY 
16 APPLATION TONOMETER 2 
17 ARTICULATED SKELETON 5 
18 AUDIOMETER 1 
19 AUTO REFRACTOMETER WITH KERATOMETER 1 
20 AUTOCLAVE 10 
21 AUTOMATED COVER SLIPPING WORKSTATION 1 
22 AUTOMATED HISTOSTAINER SYSTEM 1 
23 AUTOPSY SAW 1 
24 AUTOPSY TABLE 1 
25 BALANCE OPEN PAN 1 
26 BIOFEEDBACK INSTRUMENT 1 
27 BIRTH SIMULATOR 1 
28 BONE - UNARTICULATED SET 30 
29 BOTTLE FOR BLOOD CULTURE 500 
30 BRAIN KNIFE 20 
31 ALCOHOL BREATH ANALYSER 4 
32 BRONCHOSCOPE - ADULT & PAEDS WITH SIDE PORT &SUCTION 1 
33 C PAP MACHINE 2 
34 CALORIMETER 3 
35 CATARACT SET 10 
36 CAUTERY MACHINE WITH VESSEL SEALING 14 
37 CBCT 1 
38 CENTRAL CARDIAC MONITOR 2 
39 CENTRIFUGE 32 TUBE 5 
40 CENTRIFUGE WITH TACOMETER - 8 TUBE 14 
41 CERVIX EXPLORATION SET 2 
42 CHROMATOGRAPHY FOR PAPER & TLC 1 
43 CIDEX TRAY 1 
44 CLINICAL THERMOMETER 2 
45 CO2 LASER 1 
46 COLOSCOPE 1 
47 COMPUTER WITH TABLE 40 
48 CONSTANT TEMP WATER BATH 1 
49 CPR MANIQUIN PAEDIATRIC 1 
50 CRAFT WATER TESTING KIT 1 
51 CRASH CART 5 
52 CRITICAL FLICKER FUSION APRATUS 3 
53 CRYO LIPO LASER 1 
54 CT SCAN - 128 SLICE 1 
55 DECA HEAD MICROSCOPE FOR TEACHING 1 
56 DEEP FRIDGER -20C 2 
57 DEEP FRIDGER -50C 1 
58 DEEP FRIDGER -80C 3 
59 DEFIBRILATOR 11 
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Supply, installation & commissioning of Medical equipment’s (Turnkey) at 


Govt. Medical College, Akola. 


cS DESCRIPTION QNTY 
| 60 | DELIVERY SET 10 
61 DERMA CHAIR 2 
62 DERMA SCOPE 3 
63 DERMAPEN 3 
64 DIGITAL PHYSIOGRAPH 2 
65 DISSECTION MICROSCOPE 5 
| 66 | DLCO WITH BODY PLETHYSMOGRAPHY 1 
67 DRESSING SET 5 
| 68 | DRILL MACHINE - LOW END 4 
| 69 | DRILL SYSTEM (ENT) 1 
70 EAR EXAMINATION SET 3 
71 ECG 12 CHANNEL 13 
72 ECT MACHINE WITHOUT MONITOR 2 
73 ELECTROCAUTERY 1 
74 ECT MACHINE WITH ECG , EEG 1 
75 ELECTROPHORESIS APRATUS 1 
76 ELLMAN CAUTERY 9, 
77 ENT OPD INSTRUMENT SET 4 
78 EXIMER LASER 1 
719 FACE INSTRUMENT SURGERY SET 1 
| 80 | FETAL DOPPLER 1 
81 FIBRE OPTIC BRONCHOSCOPE 1 
82 FIRST AID KIT 1 
83 FLEXIBLE NASOPHARYNGOSCOPE 1 
84 FOWLER BED 5 
85 FRACTURE NASAL BONE SET 1 
| 86 | FULLY AUTOMATIC BIOCHEMISTRY ANALYSER 2 
87 FUNDOSCOPE 1 
88 GENRAL HAND & NECK INSTRUMENT SET 1 
| 89 | GLOBE THERMOMETER 1 
| 90 | GLUCOMETER 32 
91 HACK SAW | 9 
92 HAIR ANALYSER MACHINE 3 
93 HAND GRIP DYNOMETER 2 
94 HAND HELD UVB LIGHT 3 
95 HANDHELD UV LIGHT 3 
| 96 | HARPENDER CALLIPAR 1 
97 HARWARD STEP TEST 4 
| 98 | HEAD LIGHT 2 
| 99 | HEAD MIRROR 2 
100 | HEAMOCYTOMETER 24 
101 | HEIGHT SCALE 5 
102 | HIGH FREQUENCY OSCILLATION VENTILATOR 1 
103 | HORMONIC SCALPEL 4 
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Supply, installation & commissioning of Medical equipment’s 
Govt. Medical College, Akola. 


(Turnkey) at 


SR SCRIPT T 
NO DESCRIPTION QNTY 
104 | HOT AIR OVEN 5 
105 | HOT PLATE 3 
106 | INCUBATOR ELECTRIC WITH THERMOSTAT 7 
107 | INDUCTION CASTING MACHINE 1 
108 | INFANTOMETER 1 
109 | INFUSION PUMP 17 
110 | INVASIVE & NON INVASIVE VENTILATOR VENTILATOR 4 
111 IODINE TESTING KIT 1 
112 | KATA THERMOMETER 1 
113 | KNEE HAMMER 10 
114 | LAPTOP 22 
115 | LARYNGOSCOPE 18 
116 | LARYNGOSCOPE PAEDIATRIC 4 
117 | LED FACE MASK 3 
118 | LED PHOTOTHERAPY MACHINE | 88 
119 | LITHIUM ANALYSER 1 
120 | LOOSE PRISM 2 
121 | LSCS SET 15 
122 | MAGINIFYING GLASS 3 
123 | MAMOCTOMY SET 1 
124 | MAMOGRAPHY- DIGITAL 1 
125 | MASSO'S ERGOGRAPHY 1 
126 | MASTEODOCTOMY SURGERY INSTRUMENT SET 1 
127 | MAYO TROLLY 2 
128 | MEASURING TAPE 3 
129 | MEAT CUTTING MACHINE 2 
130 | MESOPEN 3 
131 METAL TRAY 10 
132 | MICRO EAR SURGERY SET 1 
133 | MICRODEBRIDER 1 
134 | MICROMETER HIGH END DERAMBRIDER 4 
135 | MICROPIPPET MULTICHANNEL WITH STAND 4 
136 | MICROPIPPET SINGLE CHANNLE 4 
137 | MICROPLATE ELIZA READER & WASHER 2 
138 | MICROSCOPE BINOCULAR 100 
139 | MICROSCOPE WITH UNIVERSAL CONDENSOR , OIL EMMERSION , 

BRIGHT FIELD , FACE CONTRAST | 
140 | Milling Machine 1 
141 MONO OCULAR MICROSCOPE 26 
142 | MORTURY CABINATE - 6 BODY 1 
143 | MORTURY CABINATE - SINGLE BODY 4 
144 | MOSQUITO CATCHING KIT 1 
145 | MUAC TAPE 4 
146 | MULTICHANNEL PIPPET 1 
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Supply, installation & commissioning of Medical equipment’s (Turnkey) at 


Govt. Medical College, Akola. 


oe DESCRIPTION QNTY 
147_ | MULTIMEDIA PROJECTOR & SCREEN 1 
148 | MULTIPARA MONITOR 5 PARA 32 
149 | MULTIPARA MONITOR WITH ETCO2 5 
150 | NAIL SURGERY INSTRUMENT KIT 7 
151 | NAILL SURGERY WORK LAMP 161111 
15 | NASAL ENDOSCOPE WITH CAMERA & RECORDER 1 
153 | NASAL PACKING SET 5 
154 | NEBULIZER 26 
155 | NEEDLE SHREDDER 1 
156 | NERVE LOCATER 4 
157 | NEW BORN SIMULATOR FOR RESUSCITATION 4 
158 | NON CONTACT TONOMETER 1 
159 | NST MACHINE 1 
160 | OPTHALMOLOGY CHAIR UNIT 3 
161 | OPTHALMOSCOPE Fok 
162 | OPTHALOMOLOGY OPERATIVE MICROSCOPE 1 
163 | OPTHALOMOLOGY OPERATIVE MICROSCOPE WITH SIDE PORT FOR 
TEACHING & RECORDING 
164 | OPTICAL BIOMETER [6 
165 | ORAL CUP 3 
166 | OT DOUBLE DOME LIGHT WITH CAMERA & MONITOR 1 
167 | OT LIGHT SINGLE DOME 1 
168 | OTOSCOPE 3 
169 | OXYTOCINE INFUSION PUMP 4 
170 | PAEDIATRIC SURGERY INSTRUMENT SET र 
171 | PATIENT EXAMINATION TABLE 3 
172 | PATIENT REVOVLING STOOL 3 
173 | PEAK FLOW METER 5 
174 | PEDESTAL ADJUSTABLE SPOTLIGHT 10 
175 | PERINICUS HAND HELD TONOMETER 7 
176 | PH METER 3 
177 | PHACOEMULSIFICATION MACHINE 1 
178 | PICOSECOND LASER 1 
179 | PLACIDO DISC 2 
180 | PPH SIMULATOR 1 
181 | PRINTER B/W WITH SCANNER 15 
182 | PRINTER COLOR WITH SCANNER 3 
183 | PROCTOSCOPE कका 
184 | PROSEAL LMA 5 
185 | PROTECTIVE DEVICE FOR OCCUPATIONAL SAFTEY 3 
186 | PORTABLE PUBLIC ADDRESS SYSTEME 3 
187 | PULSE DYE LASER i 
188 | PULSE OXIMETER 33 
189 | QUADRY BEAM DIODE LASER 1 
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Supply, installation & commissioning of Medical equipment’s (Turnkey) at 


Govt. Medical College, Akola. 


co DESCRIPTION QNTY 
190 | QUINCY FORECEPS 1 
191 | REFRIGARATOR 320 LTS 5 
192 | RESPIRATORY SIMULATOR 1 
193 | RESUSCITATION KIT a co 
194 | RESUSCITATION KIT CHILDREN 4 
195 | RESUSCITATION KIT NEONATE 4 
196 | RIB SHEAR LEFT AND RIGHT 1 
197 | RIGID OESOPHAGOSCOPE 1 
198 | RMS, EMG & NCS MACHINE 1 
199 | rMTS MACHINE 1 
200 | ROTARY MICROTOME 2 
201 | SAHLIS APPRATUS 15 
202 | SCHIOTZ TONOMETER 1 
203. | SEMI AUTOMATIC BIOCHEMISTRY ANALYSER 1 
204 | SEPTORHINO PLASTY SET 1 
205 | SERUM INSPIRATOR ठर 
206 | SKIN ANALYSER MACHINE 3 
207. | SLEEP LAB 2 
208 | SLIDE SET FOR ENTOMOLOGY (50) 1 
209 | SLIDE WARMING MACHINE 1 
210 | SLING PSYCHROMETER 1 
211 | SLIT LAMP 3 
212 | SLR CAMERA 2 
213 | SNELAN CHART fF 6d 
214 | SOLAR RADIATION THERMOMETER 1 
215 | SOUND LEVEL METER 1 
216 | SPHYGNOMANOMETER (BP APPRATUS)WITHOUT MERCURY 50 
217 | SPINAL/ EPIDURAL SET 312 
218 | SPIRIT LAMP 4 
219 | SPYROMETER 4 
220 | STAPLING DEVICE 5 
221 | STETHOGRAPHI 3 
222 | STETHOSCOPE 50 
223 | STITCH REMOVAL SET 5 
224 | STOP WATCH 20 
225 | SUCTION MACHINE 30 
226 | SURGICAL INSTRUMENT FOR MINOR SURGERY 10 
227 | TEACHING MODEL SIMULATOR ( TEMPORAL BONE) 1 
228 | TEMPORAL BONE DESECTION LAB SET 1 
229 | THERMO AESTHEIOMETER 10 
230 | THERMOMETER 0-250C 3 
231 | THINLAR CHROMATOGRAPHY 1 
232 | THORACOSCOPE 2 
233. | TOOTH EXTRACTER LEFT AND RIGHT 1 


पृष्ठ २८ पैकी २७ 


DIR निर्णय क्रमांकःयंत्रख-२०२४/प्र.क्र.१७८/प्रशञा-१ 


Supply, installation & commissioning of Medical equipment’s (Turnkey) at 
Govt. Medical College, Akola. 


SR ESCRIPT T 

NO DESCRIPTION QNTY 

234 | TORCH 5 

235 | TOTAL KNEE REPLACEMENT SET 1 

236 | TOTAL HIP REPLACEMENT SET 1 

237 | TUBOPLASTY SET 1 

238 | TUNING FORK 512 & 256HZ 10 

239 | URINE ANALYSER 1 

240 | URINOMETER 10 

241 | USG WITH DOPPLER 3 

242 | VACCINE CARREIR 1 

243 | VACCUM ASSISTED DELIVERY 1 

244 | VAGINAL HYSTEROCTOMY SET 3 

245 | VASCULAR SUREGERY SET 2 

246 | VDRL SHAKER 1 

247 | VENTILATOR - NEONATAL 2 

248 | Video LARYNGOSCOPE ADULT 2 

249 | VORTEX MIXER | 6 

250 | WATER BATH VARIABLE TEMP 1 

251 | WEIGHING SCALE 10 

252 | WEIGHING SCALE - INFANT 1 

253 | WOODS LAMP | 6 

254 | X RAY VIEWING BOX 25 

255 | X RAY 500 MA WITH DR SYSTEM 1 

256 | YAG LASER 1 
SUDHIR DNicoN osGOVERNMENTOR 
JAYA (= यय 
SHETTY / =e" 

(सुधीर जया aig) 


कार्यासन अधिकारी , महाराष्ट्र शासन 
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